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UNIVERSAL SOFT METAL HAMMER 


A soft metal hammer mechanically 
designed for use where it is desired to 
strike a hard blow without injuring 
delicate machined surfaces, in the 
manufacture of engines, transmissions, 
cutting tools, assembly of automobiles, 
in screw machine shops, tool and die 
rooms, or plant operating machinery, 
is offered by Univertical Machine Co. 

Tools or parts are sometimes dam- 
aged by using ordinary hammers, and 
often hammers slip out of a worker's 
grip when his hands are moist or oily; 
also broken wooden handles or flying 
hammer heads often result in injuries. 
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The Univertical Gilding Metal Safe 
“T” Hammer reduces accidents to work 
and workers. It has been approved 
by the safety departments of the au- 
tomobile plants, their divisions, and al- 
lied industries. 

The lightweight, electrically welded 
tubular steel handle is “diamond 
knurled” to insure a positive grip, and 
prevents slipping out of the hand under 
wet or oily conditions. The all-metal 
construction eliminates the danger of 
costly and annoying wooden-handle 
breakage. It combines the strength and 
security of steel with balance, light 
weight and grip not possible with 
wooden-handle hammers, according to 
the manufacturer. The all-metal han- 
dle is crimped with a butterfly twist 
which prevents the head flying off. 
The head is a Gilding metal casting 
which will flatten, but will not fracture 
or chip. 

The Univertical Safe “T” Hammer is 
available in thirteen different weights, 
ranging from % to 15 lbs. Made by 
Univertical Machine Co., 14831 W. 11- 
Mile Road, Royal Oak, Mich. 
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